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?£ ica f 0ffian f is located at. Bulevardul Munoii No, 94, Bucharest, If. 
~“ P 1/0 1 ; y0 ° workers ln the manufacture of the following optical articles: 

a, tye glass lenses, ’ • 

be B5 noculars c ■ ■ ; ' 

“ J - Telescopes c 
d* Periscopes, 

Microscopes „ 
l- ('sizers, lenses. 

according to informant who worked on eyeglass' lenses , Industrie Optica Romans 

-^ntlb 4 U ^ e , S aPPfO^ately 4,000 pairs )of eyeglasses a week. These are 
'■L.pr.K-'U u ° hospitals and Amy centers*:, 

Two unidentified Genian engineers are employed at the factory- 

The factory guard is composed of 20 militia members. Special security pre- 
-iut,.cns are ooserved in the mechanical section of the I OR, 

Ar employee of one section is not permitted to enter the other sections of 
v,e -actoiy unless special permission is obtained- 
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